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adjacent to'a service lIte of a utility, if the requirement of such service is
reasonable, it shall be rendered under reasonable terms and conditions de-
termined by the facts of each case.
RULE 13.      RATE    SCHEDULES-SERVICE            CONDITIONS
1. Rate Schedule - (a) Copies of all schedules of rates for service, forms of
contracts, charges for service connections and extensions of circuits, and of all
rules and regulations covering the relations of consumer and utility, shall be
filed by each utility in the office of the Commission. Complete schedules, con-
tracts, forms, rules and regulations, etc., as filed with the Commission shall
be on file in the local offices of the utility, and shall be open to the inspection
of the public.
(b) No utility operatin' ni the State shall change its schedule of rates, con-
tract forms or service ruL. until such change has beei approved by the Com-
mission.
(c) Each and every customer purchasing the same class of service from a
utility shall be charged the same rate, which rate shall be the regular published
rate as filed with and approved by the Commission.
(d) All utilities operating in South Carolina shall give each customer the
same date, month after month, as the last date on which discount, if any, will
be allowed.
(e) All rates, tolls, charges and fares proposed to be put into effect by any
public utility under the regulation of !!.-6 Commission, shall be first approved
by this Commission before they shall become effective, unless they are exempt
from such approval by statute or other provision of law.
(f) No rate, toll, charge, fare nor service of any public utility under the
regulation of this Commission shall lie deenied approved nor consented to by
the mere filing of a schedule or other evidence thereof in the offices of the
Commission; but such approval and consent to be good must be actually and
affirmatively made.
2. Rules and Regulations: (a) Each electric utility shall adopt such "Rules
and Regulations", "Service Regulations", "Terms and Conditions", etc. as nec-
essary in the operation of the utility. Such service "Conditions" and/or "Regu-
lations" shall be approved by and filed with the Commission.
RULE 14.               SPECIFICATIONS.
The "Specifications for Overhead Wire Crossings" approved October 9,
1946, by Commission's Order E-544 shall constitute Rule 14.
Code Commissioner's Note: See 1947 Acts and Joint Resolutions, pages
1595 thru 1600, for specifications for overhead wire crossings.
(Filed Secretary State's office June 11, 1949.)
Compliance with Rule 4, Meter Reading and Billing for Service, as it-ap-
pears in the Rules and Regulations Draft of April 2, 1949, will be deemed as
compliance with the provisions with reference thereto in the Conimission's
Order No. E-628, Docket No. 6490;


